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ABSTRACT 

An investigation of primary and reflected spherical 
Shock wave phenomena was conducted by center-detonating 
spherical ~ gram PETN (Penta-erythritol tetranitrate) charges 
and photographing the resulting shock waves. This was done 
at accurately timed intervals in the range of 40 to 1000 
microseconds with a Polaroid camera in conjunction with a 
high intensity xenon flash tube as a light source. 

Clear and measureable photographs of the primary and 
reflected shock waves with associated Mach stem formation 
were obtained over the entire range of investigation. 

Since this paper represents the first data ever 
obtained on a laboratory scale of Mach stem phenomena, 
correlation of spherical shock wave parameters was necessarily 
made with available theoretical and experimental data by 
using primary shock wave data. 

Correlation results were excellent which shows that 
the Mach stem and other data contained herein are accurate 
and therefore reliable in determining high yield shock wave 


parameters by the use of appropriate scaling. 
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ie iImGecducticon 

Measurements obtained from microscale explosions have 
proved to predict accurately, the primary shock parameters 
of high yield explosions where properly scaled. Of 
Significance is the time of arrival-overpressure relationship 
which, due to exactness in electronic timing devices, is 
more desirable than the usual inexactness of pressure gage 
instrumentation encountered in field tests. 

Since reflection parameters from decigram charges bear 
a direct relationship to reflection parameters encountered 
iesconventional and atomic explosionspyethits pmageer 
endeavored to establish decigram reflection data for scaling 
pumpesess In particular, the accurate determination om —aen 
stem formation and associated reflected data in field 
tests is not only expensive but the tests themselves cannot 
bewearried out under all field conditions; ive.4ycentromiad 
factors, and for this reason the accomplishment of such 


measurements on a decigram scale is very useful. 
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2. Hlectronic Circuitry and Determination of Time Delay 

The electrical and electronic circuitry of this 
experiment had three functions’ Eiret,) to Mnitiavemtnes 
charge electrically; second, to provide a time delay between 
the instant of explosion and the xenon flast tube reaction; 
and third, to provide a precise means of measuring the 
time delay between the instant of explosion and the xenon 
flash tube reaction. 

(1) Firing Circuit. Since the decigram explosive 
chain starts by heating the lead styphnate detonator, it 
was correctly assumed that satisfactory initiation could be 
obtained by passing a high enough current through the 
detonator wire used in the charges. 

Initially, a circuit configumation-das shewa im ee) 
was used. This firing circuit gave reliability of wetonemuon 
but was found to be hazardous due to the high voltage 
condensor. A second method was used which was found to be 
nearly as reliable as well as simple and very safe. This 
firines clreult iswshows ineFig. Jar 

It consisted of a 110 volt AC supply (wall outlet), a 
variac and a firing switch. It was found by trial that 30 
volts could be used reliably to detonate the charge with the 
added feature of a second break in the firing circuit, 
provided by the variac "off" switch, while mounting a 
subsequent charge under the blast table. This added safety 
feature outweighed other considerations. 


The reduction of firing voltage to 30 volts raised 
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the question as to how much delay would exist between the 
instant of explosion and the instant the No. 1 photocell 
would detect the explosion. The question was resolved by 
mounting a charge and firing it with the firing key trigger- 
ing the time base of a type 515A oscilloscope while running 
the photocell output to the vertical input of the oscillo- 
scope. A picture was taken of the scope trace by a Polaroid 
mount at the instant of explosion which showed an instantan- 
eous reaction ofthe photocell. ~ltwas coneimdedyetncr ei ore. 
that the reduced voltage caused negligible time delay 
between keying and photocell pick-up. 

(2) Photographic Delay Circuit. Once the means of 
actually detonating the charge was resolved, it was necessary 
to provide a measureable time delay between inception of 
explosion and the instant a picture was taken of the 
propagating shock front. The problem here was actually 
twofold: (a) How to take a picture of the explosive shock 
waves; and, (b) how to take this picture at a measured instant 
of time (in microseconds) after the explosion had occurred. 

The first problem was resolved by mounting the charge 
in front of a white, reflective background. The camera 
shutter was opened and the charge detonated in quick 
succession. Shortly thereafter, a xenon flash tube, 
mounted next to the camera, flashed, and this flash of 
intense light cast a shadow of the shock wave on the white 
background. A photograph of the shock wave resulted. 


The measureable time delay between explosion and xenon 
flash was accomplished by using the circuitry of Fig. 3b. 
3 










A : a ome 
. — : 2 en. 7) _ 
=> = ° . —* > al 


Ce °°. ——.- ==> > 





; st r@ bee © ubae & ees 





_ — - — oie «=! 
_ @) > e008 — © ewe. «tt 


— 21 ox a) = eee 
























- - <2 iA. » 6a *Qm™..* 
—— °° = —_- 
—_—<—- =-— -— | oe. — a gee i 
— (—'*<sa ep 2 © © 
—— LL se. a 
oes « —f eae | ‘ 
a 
: _, ~~ a 
ee (ew ) re 
= = a —_— 
| = —- 6) =a - 
Pee ean ay . 


: a 









































Photocell No. 1, utilizing an RCA 868 photocell tube, 
sensed the instant of explosion and transmitted this pulse 
simultaneously to (1) a Hewlett Packard electronic counter 
and (2) a General Radio pulse, sweep and time delay gener- 
ator. The delay generator delayed the incoming pulse a 
pre-selected amount of time (calibrated dial settings of 
the delay generator varied from one microsecond to one 
second). The delay generator output, as shown in Fig. 3b, 
was then transmitted to the xenon circuit. This pulse 
closed a thyratron eleetronic switchjreausing a pre-charged 
condensor to discharge 1200 volts through the xenon tube 
which then fired. Pre-selected times between explosion and 
xenon flash were obtained by merely varying the above 
menvioned dial. 

(3) Time Measurement Circuit. The problem of time 
measurement was basically to measure as accurately as poss- 
ibite, the time increment, in microseconds, between inception 
of explosion and xenon flash (when picture of shock wave 
was taken). This was done by using the circuitry of Fig. 3c. 
At the instant an explosion occurred, photocell No. l 
transmitted a pulse to a Hewlett-Packard counter, Model 
FR-38A/U. This pulse started the device counting in tenths 
Seemicroseconds. At the instant the xenon flash occurred, 
photocell No. 2 generated a pulse and transmitted this 
palse to the electronic counter's stop trigger. Thus, 
paetee@el] No. 1 staned the counter at the instant of 


detonation; photocell No. 2 stopped the counter at the 
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instant the xenon flashed. The counter was then read and 
recorded to the nearest tenth of a microsecond for each shot. 

Initially, it was planned to use one photocell to detect 
the explosion and transmit a pulse to the delay generator; 
the generator would send a pre-set delayed pulse to the 
xenon circuit. Ideally, the total time delay would be that 
set on the dial of the delay generator. This simple plan 
proved unacceptable for several reasons. First, the delay 
generator time delay was determined to be in error. This 
error was observed by using a pulse generator and a 515A 
oscilloscope. An input pulse from the pulse generator was 
run into the input side of the delay generator and simul- 
taneously to the "external synch" of the scove. The output 
of the delay generator was lead to the vertical input of 
the scope. Thus, the vertical pulse appearing on the scope 
sweep was an accurate measure of the delay generator time 
delay. At a setting of 600 microseconds on the delay gener- 
ator, the scope indicated an actual delay of 620 microsec- 
onds. A 20 microsecond error was unacceptable even though 
considerably less error was observed at low time delay 
settings. 

A second reason for rejecting the single photocell 
circuit was due to an inherent delay in the photocell-delay 
generator circuit. This could only be understood by noting 
that the input triggering level of the delay generator had 
a minimum of approximately ten volts. This meant that an 


additional time increment was added to the delay time, 





commensurate with the length of time it took the photocell 
pulse to rise to at least ten voles.” Inewnie cceliaw 
time was determined to be relatively long which meant that 
the time increment error was unacceptably large. The 
photocell rise time was determined by using a strobotac in 
conjunction with the 515A oscilloscope. While the strobotac 
pulsed the photocell at the rate of about 60 times per 
second (line position), the strobolux was used to trigger 
externally, the scope sweep. In this manner an accurate 
picture of the photocell rise time was obtained. 

subsequently, it was determined to build a photocell 
unit with an extremely fast rise time in order to eliminate 
this hidden error. Both photocells were configured as shown 
in Fig. 4. Note that the photocell provides positive grid 
bias to a simple cathode-follower. This cathode-follower 
amplifier was particularly suited to the needs of the 
experiment since its output pulse is inherently of an 
extremely short rise time duration. 

A third major draw-back to the use of an "ideal" delay 
generator circuit for xenon flash and time measurement was 
found to be the xenon circuit itself. It was found that the 
inherent time delay of the xenon circuit, i.e., the time 
between input pulse and actual xenon flash, varied between 
30 and 60 microseconds. This xenon circuit time delay was 
determined by sending a pulse to the xenon circuit input 
and simultaneously to the “external synch" of the 515A 


oscilloscope. <A photocell was placed in front of the xenon 





tube and its outout became the vertical input of the scope. 
Thus, the scope sweep gave an accurate measure of the time 
delay of the xenon cimewmilt. 

subsequently the photocell was replaced by a "noise" 
wire in the above determination of xenon circuit delay. 

This noise wire consisted of a co-axial line with one end 
bared and wrapped several times around the middle of the 
xenon tube. The other end was the vertical input to the 
scope. When the pulse generator pulsed the xenon circuit, 
the xenon tube fired; the ionization within the tube generated 
a voltage in the noise wire which caused a pulse on the scone 
sweep. AS expected, this pulse positiom coincided aimecy 
exactly with that of the photocell pulse when the xenon 

tube flashed. The interesting thing about the noise pulse 
was that it indicated the xenon tube intensity pattern was 
about three microseconds for a 1/3 peak duration. This 
observation coincided exactly with the FxX-11 xenon tube 
manufacturer's specification. 

In summary, it was determined that the use of an 

idealized delay generator circuit for production and 
measurement of time delay was inadequate because, (a) there 
was an inherent time delay error in the photocell circuit 
due to a minimum triggering level input to the delay 
generator; (b) the delay generator dial was inaccurate; 
(c) there existed an inherent time delay inthe xenon circuit 
of a measureable but unpredictable amount; (d) there existed 
a time increment in the intensity of the xenon flash pattern 
which gave an error of 21.5 microseconds. 
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Altnough this idealized delay generator circuit proved 
unsatisfactory, it was highly useful in a systematic analysis 
of the circuitry in order to discover and eliminate possible 
errors in the measurement of the time delay used. This 
discussion was included here as a possible guide to future 
time delay problems in this field. 

A chronological resume' of the system is as follows: 
(Refer to Fig. 3a,b,c). Immediately after the camera shutter 
was opened the firing key was closed and the explosion 
occurred. Photocell No. 1 transmitted this pulse to the 
electronic counter (start). The delay generator transmitted 
a delayed pulse, pre-selected, to the xenon circuit. (All 
transmission delays are short enough to be neglected.) The 
delayed pulse activated a thyratron switch which allowed a 
capacitor to discharge into the xenon tube. The xenon tube 
flashed and a picture of the shock wave was taken at that 
iistant. Also at the instant of flash, pmovocel! Now 2 senz 
a pulse to the electronic counter (stop). 

Time error here was determined to be £1.5 microseconds 
due to the 1/3 peak duration of the xenon tube as previously 
@escribed. Again, due to the extremely fast rise time or 
the photocell and low triggering level of the counter, 
the time error of transmission between these two units was 
negligible. 

The electronic counter was designed and calibrated to 
be accurate to two parts in one million; therefore, the 


total error was estimated to be approximately two microseconds. 





The time indicated on the electronic counter measured the 
time between inception of the explosion and the instant of 
xenon “Plash. 

Shielded leads were used throughout the circuitry to 
eliminate possible interference noise between one component 
and another, particularly the xenon capacitor discharge 
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3. Preparation of Detonators and Charges 

Since it had been shown that PETN, with lead azide and 
lead styphnate detonators, was well suited for studies of 
this nature (Ref. 1), it was decided to duplicate this 
method of preparation of charges, utilizing approximately 
O.3 grams of PETN. It was determined, however, that a 
slight reduction in the amount of PETN (to 0.25 grams) 
resulted in easier preparation and a lower percentage of duds 
without any apparent change in the resultant shock phenomena 
with the exception of the loss in energy attributable to the 
0.05 gram PEIN reduction. 

The PETN utilized was procured from the Trojan Powder 
Co., Allentown, Penna.; the lead azide and lead styphnate 
were available in the explosives laboratory of the Chemistry 
Department, U. S. Naval Postgraduate School. 

The metnod of detonator preparation described by 
Reference 1 was found to be too time consuming and resulted 
in faulty detonators some of the time. A quicker method 
which gave only one or two faulty detonators out of several 
hundred was as follows: 

a. Fuse wire, 15 cm. in length was used. (Standard 
fuse wire used in oxygen bomb calorimetry.) 

b. <A simple over-hand knot was tied in the center of 
theswire, resulting in awsmadd loop. 

ec. The size of the loop was adjusted by merely pulling 
on the ends of the wire. The final size was adjusted to 


one to one and a half millimeters in diameter. 
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d. From 50 to 100 loops were formed before proceeding. 

e. Approximately + gram of lead styphnate was placed 
on a watch glass and covered with acetone. Several drops of 
Duco cement were added to the styphnate and mixed with the 
Ssquare-ended brush until a proper consistency was obtained. 

A “proper consistency" was one that allowed the mixture, 
when applied to the loop, to adhere. 

f. It was usually necessary to add acetone to the mixture 
to keep tne same consistency. 

g. Upon obtaining this consistency, the brush was used 
to scoop up the mixture which was then deposited on the loop. 
A slight pause between watch glass and loop allowed some 
acetone to evavorate and made application easier. An air 
hose or blowing by mouth on the bead facilitated drying before 
proceeding to the next loop. After applying the styphnate to 
the 50-100 loops, they were left uncovered over night to 
allow all the acetone to evaporate. 

h. After the styphnate beads were dried, lead azide 
was treated in the same manner, i.e., watch-glass, Duco 
cement, etc., and then carefully coated over the styphnate 
bead. Too much acetone on the brush loosened the styphnate 
bead causing it to drop off or it wetted the styphnate 
sufficiently to cause an azide-styphnate mixing. The latter 
apparently havnpened if the bead turned a reddisn color and 
was cause for rejection. However, these were rare occurrences 
and very few faulty detonators occurred. The lead azide 


process was laborious, but rightly so-complete and even 


application was necessary to form good detonators. 
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1. One additional procedure used was: Upon obtaining 
the size loop desired (before styphnate application), a pair 
of needle-nosed pliers was used to squeeze the loop flat so 
there would be less "give" to the loop while handling. 
Centering the loop in the pliers towards the larger end of 
the pliers resulted in right-angled bends near the loop, 
providing the ends of the wire were pulled correctly. These 
right-angled bends facilitated placement of the detonator in 
the charge die base. 

Fig. 7 shows the various stages in detonator and 
charge preparation. 

The acetone in detonator preparation served 2 dual 
Pumpese; it desensitized the explosivesm@iii11¢ iiss... 
and served as a medium for wetting the powdered explosives 
to allow for application. Since sufficient drying allowed 
for complete evaporation of acetone, its initial presence 
Meadoono effect on the end results. 

The Duco cement served one purpose only-that of 
having an adhesive agent for the powdered explosives. 
Although the dried cement remained part of the detonators, 
any additive or deleterious effects were neglected. 

The preparation of charges was as follows: 

a. 0.25 grams of PETN were placed on watch-glasses. 

b. With the die body and base properly placed together, 
a funnel was inserted in the bore. Approximately one third 
of the PETN was placed down the bore. 


ec. Upon removal of the funnel a brass plunger was 
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inserted and the PETN was lightly tamped down, forming a 
henisphere in the die base. 

d. The die body was then removed, the base being 
inserted in a vise (to allow for easier handling). While 
in this position, the detonator wires were pulled through 
the small holes in the base, the right-angled bends being 
placed at the top of the base grooves. Pulling the wires 
taut from the bottom allowed the die body to be placed back 
in position over the die base. It was necessary that the 
body be flush to the base or an excess amount of PETN was 
lost or else the pressing of the charge would fail. 

e. After removal from the vise the funnel was again 
inserted and the remaining PETN deposited down the bore. 

f. A small amount of powdered graphite was placed in 
the hemispherical end of the plunger which was then placed 
down the bore. A collar was fitted between the plunger cap 
and die body to prevent excess pressure from being exerted. 

g. The die was placed in the press such that pressure 
would be exerted straight down on the plunger. Pressure was 
applied on the plunger until such time the press could not 
be easily turned by hand. (The collar remained free of 
pressure while in place). 

h. Upon removal of the die from tne press, the ceuiae 
was removed and the plunger lifted directly up until lodged 
in the bore. Compressed PETN along the sides of the plunger 
usually prohibited the plunger from being lifted up al] the 


way without force. 
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i. With the plunger lodged in the bore (free from the 
charge) the die body was separated from the base by a direct 
Lifting action, leaving the charge affixed in the diempa sc. 

J- By giving a quarter-turn of the screw on the under- 
side of the base with an allen wrench, the charge was freed 
from the base. Pushing the wires from the underside allowed 
for easy extraction. The charge was then placed in a 
dessicator until needed for detonation. 

The utilization of graphite, the effects oimacieerc 
neglected in detonation, allowed easier separation of the 
charge from the plunger upon extraction. Without the use of 
graphite, hemispherical charges resulted. Also, after 
several pressings, the plunger "belled-in" and necessitated 
“pelling-out" by placing it over a ball bearing of cormecc 
dimensions and tipping lightly several times. Without this 
"pelling-out", the plunger would pull the charge in half. 

Although 0.25 grams were weighed, a small portion, 
approximately 0.006 grams, was lost each time. A standard 
procedure minimized the loss and deviations therefrom. 

Fig. / 8) shows the equipment necessary for charge and 


detonator preparation. 
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4, Experimental Setup 

The experimental setup consisted of the following basic 
components: 

a. Delay generator 

b. Xenon tube and associated electronic circuit 

ec. IWS photocelYs 

d. Hewlett Packard electronic counter 

e. Model 110A Polaroid camera 

f. 120 volt variac and firing key with associated wiring 

g. Horizontally mounted aluminum blast table 

h. Various shielded leads connecting the components 

i. One optical telescope providing cross-hair alignment 

j- One Scotch-Lite grid screen 

Fig. 8 shows the integrated configuration of these 
basic components. 

The Scotch-Lite screen was mounted on the wall and 
firmly held in place by the heavy blast table. Grid wires 
were criss-crossed at measured ten centimeter intervalcwen 
the screen to provide a means of measuring the position of 
the shock wave in the photographs. 

An aluminum blast table measuring 133 x 111 x 0.8 ecm. 
was elevated a distance of 84.5 cm. above the assembly table 
and held in position by four metal posts C-clamped to the 
Gaple. The plate was center-drilled a distamce of 60Nem: 
from the grid screen to receive the firing circuit wire ends 
to which the charge was attached. 


One photocell unit was clamped to a blast table support 
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posts and carefully oriented in height and azimuth to insure 
proper photocell sensing direction. 

Mounted on a wooden frame on the assembly table, 

300 cm. from the grid screen, was the Polaroid camera. Type 
44, 4OO ASA Polaroid film was used throughout the experiment. 

With the charge mounted 60 cm. from the screen and the 
camera lens mounted 300 em. from the screen, the shock wave 
projection was dimensionally augmented by a factor of 1.25. 
For this reason, all parameters measured on the photographs 
were divided by 1.25 to correctly place the measurements in 
the plane of the charge and not in that of the grid screen. 

liounted on the wooden frame directly beneath the camera 
lens was the Edgerton, Germhausen, and Grier FX-11 xenon 
flash tube. This tube wes rated at one candlepower with 
one third peak duration of three microseconds. The tube was 
contained in a foil lined cylindrical container, the foil 
giving reflection and increased intensity. A small hole 
was drilled in the front of the container facing the charge 
to serve as an aperture. This aperture was approximately one 
sixteenth of an inch in diameter which made the xenon tube 
an effective point source of light. 

Situated on a stand adjacent to the xenon tube wes the 
second photocell unit. This unit was also made highly 
directional to eliminate stray light interference; this unit 
was pointed directly at the xenon flash tube. 

The associated electronic equipment to give the xenon 


tube a required 1200 volts potental was mounted on top of 
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the wooden frame housing the camera. This component 
consisted essentially of an electronic thyratron switch 
which, when closed by a pulse from the delay generator, 
allowed a 1.75 microfarad capacitor to discharge across the 
flash tube. An auxiliary circuit and toggle switch were also 
apart of this unit to provide a means of test firing the 
xenon tube for alignment prior to each shot. 

As shown in Fig. 9, the bottom of the wooden frame 
housed the delay generator and its associated power unit. 
Beside this was the Hewlett Packard electronic counter. 

The start input of the counter was connected by a 
Shielded lead to the "direct synch out" of the delay gener- 
ator. The stop input of the counter was similarly connected 
to the photocell mounted at the xenon flash tube. 

The other photocell (at the blast table) was connected 
directly to the "PRF drive (input)" of the delay generator. 

The delay generator's "delay synch out" was connected 
to the xenon tube's electronic control box. 

At the extreme opposite end of the assembly table, a 
cross-hair telescope was mounted on a stand. The cross-hairs 
were situated precisely 79.5 cm. above the table and in 
direct line with the center of the camera lens and the 
screen's center grid intersection, five centimeters below 
the blast table. Prior to each shot the charge was mounted 
and adjusted until the cross-hairs intersected the center 
of the spherical charge. In this manner, each charge was 


placed in the same position each time, exactly five 


ee 





centimeters below the blast table, directly in front of the 
central grid intersection of the screen. <A meter stick was 
used to ascertain the proper distance from the grid screen. 
Other auxiliary equipment used were instruments for 
measuring the ambient temperature, pressure and relative 
humidity; a traveling microscope (with altered objective 


lens) was used for the measurement of the photographs. 
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5. Experimental Procedure 

The experiment was conducted in two phases. First, the 
photographing of the shock wave at various time intervals 
from instant of explosion out to approximately 1000 micro- 
seconds. Second, the measurement of the various parameters 
associated with the reflected shock waves from the photo- 
graphs obtained during the first phase. This measuring 
procedure was done with a traveling microscope rig that 
allowed exact measurements (within resolving limits). 

Initially a charge was attached to the firing circuit 
wire ends under the blast table. It was then adjusted to 
intersect with the telescope cross-hairs. This placed the 
charge five centimeters below the blast table and precisely 
on the centerline of the camera lens and xenon tube for 
each shot. A meter stick was used to insure that the charge 
welss also Situated 60 cmt from the®griia scream 

The xenon tube was then test fired with the control 
box toggle switch in order to adjust the xenon aperture and 
center the light intensity pattern on the screen. This was 
meeessary prior to each shot sinee, Tor increasing tine 
delay intervals, the intensity pattern had to be placed 
lower in order to insure a strong reflection of the larger 
primary and reflected shock wave radii. 

An appropriate time delay was selected and introduced 
into the system by adjusting the time delay dial on the 


face of the delay generator. 
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Since tne inherent time delay of the xenon circuit was 
known to be from 30 to 60 microseconds, a correction factor 
of approximately 40 microseconds was introduced into the 
dial setting. Because the xenon circuit delay was so unpre- 
dictable, the total time delay could never be predicted 
accurately in advance although this was unimportant because 
of the extremely accurate time measurement of the actual 
shot. Over the range between 40 and 1000 microseconds, 

42 of the shots fired were selected to give adequate coverage. 

After completing the time delay adjustment, the camera 
was cocked and mounted directly over the xenon flash tube 
aperture after which the variac was adjusted to 30 volts and 
then turned on. 

fo accomplish the actual firing and phovegraphine wees 
camera shutter was opened manually immediately followed by 
depression of the firing key which set off the explosive 
charge. 

The camera shutter was released thereafter and the 
variac zeroed and turned off before mounting a subsequent 
charge. (The latter procedure was a safety precaution). 

The actual time delay was reed from the counter 
indicator and recorded after each shot. 

After the photographs were developed they were placed 
under the traveling microscope where each parameter was 


measured twice, averaged, and recorded. 
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6. Data 

Basic data obtained from experimental procedure is 
included as Table 1. Values not shown (where anplicable) 
were due to the inability to measure the parameters on the 
photographs (obliteration, etes). Tabulated below are 
values for: t, delay time; Ry» primary radius; R,, reflected 
radius; Htp, height of triple point; Dy, distance to Miach 


stem; Dio: distance to triple point. 


ea 


avalos 
No. Shot t(psec) Rpy(cm) Ryp(cem) Hyp(em) Dy(em) Dep(em) 
1 U5 oO 
2 78 oral 
21 79 10.0 
22 100 Tone 
23 124 ise 26 13.8 1S 
24 141 13.4 
36 146 13.9 2987 15.2 13.6 
39 162 14.2 9.9 3.9 ArT 14.1 
88 168 14.3 10.6 4.3 16.9 14.3 
89 179 nSR2 LS 7S 15.2 
41 186 Se, eee 5 4.6 7 on 7 
16 198 HIGIO eG 4.6 ile) gall 15.9 
20 198 oa© 11.4 4.6 Hono 15.9 
42 218 16.4 12e6 6.4 Tye A) 16.4 
4.3 228 17.4 13.3 ye. 2OTO We 
90 240 7 2 ano 6.6 20.9 16.9 
68 241 Ore ome 6.0 20.6 era 





No. Shot t(psec) Rp (em) Ry(em) Hep (em) Dy (cm) Dip (em) 


Ly 266 19.9 Jae 21.9 19.8 
47 282 20.1 Ls Tae 2ee7 20.0 
48 306 20.9 9.3 at.1 20.4 
49 336 2 20a 18.6 1O 25 26 
50 356 22.9 19.0 L277 26.4 Pe 
81 372 24.9 20.0 12°%6 2720 23.9 
51 378 24.0 20.0 ay ae 23.0 
74 381 24.8 19.4 NCS 26.8 ou.1 
53 396 24.8 2] a 255 28 .@ 237 
57 420 25.8 220g 15.2 277) 23).7 
59 Lbs 26.2 Aye 14.8 29.6 oa08 
70 LUG 26.3 aera aS 30.2 25.4 
72 LAL8 20S, 22.9 1 yg 29.4 24.2 
63 462 oy. 2p 15.3 31.0 25.8 
65 482 202 alae WY.5 31.4 276 
78 483 2iGas 24.0 16.5 Bineo 26.5 
80 493 DABinG, 25.9 SO 32.4 257 
76 523 30.0 25.4 1787 33.4 O07 
66 528 3066 26m2 Le 33.6 28.2 
79 560 30.6 27 ne 19.6 S556 263 
82 592 3ai4 29.0 19.6 36.4 30n6 
62 725 38.8 3 26.8 42.0 32.2 
60 763 40.3 25a 27a 332 
67 800 41.2 26.2 45.9 35.0 
73 859 LY 4 47.2 
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7« Computational Procedure 

A. Parameters assumed constant. 

1. Temperature: The weighted average observed 
temperature was 72°F. Since tabular data was available using 
70°F, the difference was considered negligible and a value 
of 70°F was used as the ambient temperature. 

2. Pressure (P,): The weighted average pressure was 
765mm. Hg. Since tabular data was available for calculations 
involving 760 mm. Hg., five millimeters Hg. was considered 
negligible and a value of 760 mm. Hg. (14.7 psia) was taken 
as ambient pressure. Inthe c.2.S. "system staismeomyerom co 


6 dynes/em?. 


a value of approximately 1.02 x 10 
3. Charge configurations: 
(a) Shape: spherical, diameter of 0.706 cm. 
(b) Density: loading density of 1.5 gm/em3. 
(c) Weight: 0.244 gm. PETN, 0.003 gm. lead styphnate, 
O.010 gm. lead azide and 0.022 gem. of fuse wire. 
4. Geometry of experiment: 
(a) Charge height (vertical distance below blast 
table): five centimeters. 
(b) Grid distances: ten centimeters by ten centi- 
meters per grid. Since the grid was made by stretching 
Baraek nylon thread over a réflectiave screem a there qace. 
peeront deviation from grid vovermad bul these de vilatton—o were 
minimized by measuring and readjusting before firing. 
(c) Reducing factor: 1.25 (dimensionless). Since 


the shock waves photographed were in the plane of the screen 
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it was necessary to reduce all measurements by this factor 

in order to have the measurements in the plane of the charge. 
By using similar triangles and a charge-to-screen distance 

of 60 cm., a camera-to-screen distance of 300 cm., a reducing 
factor of 1.25 is arrived at. 

(d) Camera lens and light source: The light source 
aperture was four centimeters from the center of the camera 
emigs Tor a distance, of 300° em., this Was suifiedencl) semece 
enough to assume camera lens and light aperture to be a 
meris Source. 

(e) Speed of sound at ambient conditions: 34,300 
centimeter per second. 

(f) Energy of explosion (AA): The energy of 
explosion is calculated to be 7.69 x 101° ergs per gram of 
PETN. (See Appendix II, Ref. 1). Since the charges con- 
sisted of explosives other than PEIN it was. necessary to 
convert these explosives to PETN equivalents. (See Ref. 5). 
By Trauzel test, lead styphnate is rated as 40% TNT and 
lead azide as 39% TNT. Therefore, 0.003 grams of lead 
styphnate are eyual to 0.0012 grams of TNT; 0.01 grams of 
lead azide are equal to 0.0039 grams of TIT. This gives a 
metal of 0.0051 grams of TNT for the detonator. Also by 
Trauzel test, PETN is rated as 173% TNT. Hence, 0.0051 grams 
of TNT are equal to 0.00295 grams of PETN and adding the 
amount of PETN used, gives a total charge weight of 0.247 gms. 
of PETN. A value of 0.25 grams was considered within accept- 
able limits of error. This then gives the energy of 


explosion per charge to be 1.924 x 1010 ergs. 
ou. 





B. «Galcudations 
To correlate the experimental data to theoretical 

considereations (Fig. 1, Ref. 2), it was necessary to convert 
to the reference parameters, i.e., AVP and A. (Refer to 
p. vi for the meaning of the symbols used herein). 

Now A=®P anaAP=P where oc (AAV ana p is found from 

oe Po Cp/ 

tabular values. (See Ref. 3). The value of «, using the 
constants above, was found to be 26.6 cm. . Using different 
values of Ry then gave values for ‘A. 

ie obtain the values of pl it Was COnvenseny vem lm aie 
auee the Mach number, "M, and a time™ interval, t.5 acer 


the time required for a sound wave to travel the same distance 


maaer prevailing ambient cofiditions." by derzini tiene 


Rp Re 
t.- L | dR, ana tal _tar,. Subtracting the second from 
a 5 p a\ i p 
- Kp 
Mie first, one obtains: t, - t= i (1-2 /dRp or 
a 

dart) ig, i , ee) 

feo Al m/- solving for M, M= |—aja(ea-t) |» where 

., dRp 
d(és-t ) is the slope of the curve of (tg - t) versus Rp. 

AK p 
The values for time of arrival of a sound wave at any 
observed radius was calculated by tag= ip x 10° where t, 





34300 


feomain microseconds. 

Fig. 12a shows the plot of (t, - t) vs. Rp» It was 
convenient to plot the calculated slopes vs. Rp and obtain 
a second smooth curve. This is shown in Fig. l2b. The value 
of the slope at any given Rp was taken from the second smooth 
curve and the corresponding Mach number computed therefrom. 
muon the values of the Mach numbers, the overpressure was 


29 





found from Table 1 of Reference 3. Where Mach numbers 
exceeded those tabulated, the overpressure was calculated 


five vne TOrmuLa, Dp = 7(Me=1) Po. 
6 


For a given Ry therefore, a value was found for and 
QP, giving the experimental points and representative 
Smooth curve shown in Fig. 13. 

lo make a space-time correlation with Fig. 4, Ref. 2, 


a conversion was made to reduced time,? -2t which was 
oc 
plotted against the reduced radius, A= p>. Then for a 
oc 


given Ry and corresponding t, thesreduced parameters Weme 
calculated and plotted, Fig. 14 showing the resulting curve. 
scaled distances and scaled times were also calculated 


where the scaled distance, pre is found by dividing a 
W 


given R, by the cube root of the charge Weight, “i> earn 
(.25)1/3 and the scaled time is found by dividing the arrival 


wame by the same value, i.e., t ° Fig. 15 shows the 


wal 





resultant curve. 
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8. Results 

Photographs of the shock waves, by using a Polaroid 
camera and type 44, 400 ASA film, were clear and produced 
easily measureable radii and reflection parameters over the 
eiubreerpance of the investigation: 

The parameters measured (see Fig. 2) were plotted as 
distance vs. time (Fig. 15-19). As would be expected, these 
curves show a smooth growth of the parameters with time. 

AS explained in Appendix I, it was determined that the Mach 
stem began between 80 and 85 microseconds after the explosion. 
For this reason, several of the reflected parameters indicate 
an experimental point at zero distance. 

Correlation was made with pertinent portions of Ref. 2 
and establishes the reliability of the measurements made here. 
Peak over-pressure versus reduced radius data obtained in 
this ivestigation were plotted in Fig. 13 with excellent 
results, particularly in the mid region of the reduced 
radius. Deviations at low radii between the PETN data of 
this experiment and that of theoretical point-source results 
for an ideal gas are accounted for by noting that blast 
efficiency in real air is reduced by molecular dissociation 
and ionization at high temperetures near the source of 
the explosion. It is noted that correlation between INT 
and PETN at low radii are outstanding. At high radii (A>1) 
the deviation from both the ideal gas curve and TNT is 
Significant which indicates data from this investigation 


is inadequate in these higher ranges. 
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Probable cause for tne deviation inweato reomeneesT 
be attributed to the fact that there was a small but finite 
distance between camera lens and xenon aperture in the 
experimental setup. Measurement of large shock radii would 
then be subject to geometrical errors due to this finite 
distance. In addition, at large radii, the reducing factor 
of 1.25 does not place the measured radius in the plane of 
the explosion since the reflected shadow of the primary 
radius was made from the shock front that was not in the 
plane of the charge. These two factors together will then 
account for deviations at large radii but as explained 
previously, the geometry of the experiment was assumed 
constant. 

Fig. 14 shows a correlation of the reduced radius vs. 
reduced time obtained in this investigation with that of 
Brodie in Reference 2. It is noted that slope correlation 
is excellent. Comparison with the Brodie curve indicated 
a constant error along a 45 degree line between correspond-= 
ing points of the two curves. This imolies a discrepancy 
in the value used for e which is the reducing factors MTnis 


aAA\2 


is reasonable since «==> land AA, the energy of explosion, 


is somewhat EER. . 

Figs 15 shows a plot of scaledgredius versusmeeamed 
time whereby correlation can be made with different charge 
Meche of PETN. The curve of Fig. 10, Reference 1 ois 


shown in comparison. It is believed that the deviation 


in the two curves is attributable to a time measurement 
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error incorporated in Reference 1. By comparing data from 
this experiment and that of Reference 1 there appears to be 
a constant time error of approximately 80 microseconds. 

In summary, over~all correlation was exeellent and 
showed definitely that the measured parameters of this 
mivestigation were accurate. .—Of particular sienit teanee 
is the fact that these results indicate that overpressures 
may be calculated from arrival time data without resorting 
to the inexactness of pressure measuring instruments. These 
results also bear out that photographic microscale charge 
techniques can economically and safely be used to determine, 
by proper scaling, high yield explosive parameters. 

Accuracy of results: By ratherm-detailed analyci-eas 
previously mentioned, it was determined that the maximum 
error in time measurement throughout the range of investi- 
gation was, plus or minus, two microseconds. Microscopic 
measurement of the photographic data was accurate to, plus 
or minus, five millimeters. Grid wire placement on the grid 
screen was estimated to be accurate to plus or minus one 
millimeter and that of charge height placement, plus or 


manus ene and a half millimeters. 
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Appendix I 

The information contained herein, although not a part 
of the basic experiment, is based on observations during 
different experimental procedures and techniques. A quanti- 
tative treatment would be inappropriate since phenomena 
observed were singular incidents or not pursued in a quanti- 
tative manner. However, this would not preclude quantitative 
treatment and mention is made of these observations for the 
information of those to follow in a like experiment. 

A. Attenuation of reflected parameters by rigidity 
of the reflected surface: Reference is made to Fig. 1 or 
Pig. 113; sitting upon the blast table was a cylindrical 
object. The object was a solid piece of brass weighing 
approximately ten pounds, the object of whieh, was vos@depress 
the center section of the blast table such that the lowest 
point of the blast table in the photographs would be that 
portion above the charge. The weight remained in that position 
throughout the experiment except for one occasion when another 
weight was placed next to it. This additional weight was 
also approximately ten pounds and nine charges were fired 
with both weights on the blast table. After the resulting 
photographs were measured and the data plotted, it was found 
that, although these data give the same slope as the “one 
weight" data, an augmentation was made in the distance. For 
example, the height of the triple point, (Htp), was approxi- 
mately three centimeters greater at a given time interval. 


It would appear from the observation above that the reflected 
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parameters are augmented by this additional rigidity factor. 
Just what the relationship is was not pursued. 

B. Detonator size for greater charge weight: Although 
0.25 gram charges were used for the experiment, a larger die 
was available for pressing a larger charge. This die would 
accomodate, approximately, a 0.50 gram charge. It was 
thought that the detonators prepared for the smaller charges 
would also suffice for a 0.50 gram charge. It was found, 
however, that the amount of lead azide used had to be at 
least tripled before the larger charge would detonate. 
eumee this meant a larger detonator, the ciarcosw2 sauce eed 
to 0.45 grams for successful firing. 

C. Close-up photography: The Polaroid camera used had, 
meeaccessories, close-up lens. With the preper tencmia places 
the camera was moved to approximately 18 inches from the 
screen. (The charge was moved to approximately four inches 
from the screen). With the knowledge from previous photo- 
graphs as to where the triple point was located for a given 
time delay, the camera was placed for that given location 
and the charge fired. Ten shots were successful at this 
range and greatly magnified the Mach stem formation in the 
photographs. By this method it was found that the Mach stem 
originated between 80 and 85 microseconds after detonation. 

Also, as shown in Fig. 20a, an additional shock phenomena 
was observed. This was the "slip-stream" which was clearly 
discernible on one of the photographs. 


D. Surface splitting of the Mach stem and internal 
MmcCLLOnN of ine reflected shock Wave: Wig 20 bya 





drawing of a photogranh, shows several interesting phenomena. 

The first of these is an apparent splitting of the Mach 
stem at the surface of the blast table. Wo claim is being 
made that splitting actually occurred but probably due to 
some factor, e.g., geometrical, it appears as though splitting 
pera OCCUr . 

Another interesting phenomena was the reflection (7?) of 
the reflected wave inside the primary shock wave. An early 
attempt at mounting the charges involved 2a hollow brass 
tube, O.D. 5/16 inch, with the firing wires coming up 
through the tube which was mounted firmly upright. In this 
particular shot, the reflected wave appears to have been 
reflected from this tube as it progressed outward toward 
the pramary shock. Whether or not thiS was actualiy the Case 
Was not ascertained. 

Also in this shot, the secondary shock wave was cleariy 
visible. It has been shown (Reference 1) that by other 
photographic equipment, the secondary shock wave is clearly 
visible in the time range of this experiment. The Polaroid 
camera was not optically suited for quantitative study of 
the secondary shock wave although it anvpeared in several of 


the photographs. 


32 











FP 


Ia,ua9 


c arn3ta 





asgieuy 





eTqey, 
1SeTg 


34 





€ amsty 


(>) 
ZTNOITO 
queMaInsesyy euty 


Z° ON 
TT90030udg 


requnoy 








ae se = =a» ore = es = gE 











OFZeuUSyoS =! —_ | (q) 
no U VTnoITD) ABTeq 
: oTyuderg040ug 
LN 
oqny YTNOIT 
wousy YOU. FMS yseta TT90030ug a 
uo0l7.erAUL eremep wousyl Io,ersues 
J — — ABTeq 
/\ 
IoyToOede9 ; 
aZLeYOStq 
(2) 
| Teo 
edieyo FIT A 
aaTsotd 4 OTT 


Avy ButiIty 





+ ernst yg 


XI Zh 
qndqno 


== 

= _ 

Saal 
=_ 


M Lh 


898 Vou 


36 





Olt 
I07.2u043q 


Aey BupyItyz 


G einseta 





xd 00¢ 


Atddng 
OdBYTOA 
mod 


oy, 








Spatula 

Square ended brush 
Die Plunger 

Ball bearing 

Die Base 

Brass plunger 


Die body 


38 


Allen wrench 


. Stop ceimar 


Needle-nose pliers 
Ni-chrome wire 
Duco Cement 
Powdered graphite 
Press 








Figure 7 
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Figure 9 


A. Counter 

Be Delay generator 

C. Telescope (for optical alignment) 

D. Firing key 
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Figure 10 


A. Flash tube mount 

Ba Photocell unit No. 2 
C. Variac 

D. Polaroid camera 


E. Xenon flash tube electronic components 
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Figure 11 
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